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	Halloween the morgue entance

Scene enters

It's the earlier hours of the morning, we find ourselves in a morgue, it's all dark apart from a bright light above the metal operating table. A middle aged doctor is staring in astonishment over the body, of which ibelongs tothe insane killer Michael Myers, Myers who had brutally stabbed his older sister on Halloween when he was only 6 years old, had been placed into the mental institute Smith Grove by Dr. S Loomis.

However after 15 years of silence and no speaking to anybody, Michael's who was being transported from Smith Grove to the courthouse for his trial. Knocked the nurse unconscious and threw her out the car and escaped, that was nearly 25 years go now,

Over the past 25 years he has brutally murdered many people including his step sister Laurie Strode just over a month ago. As the doctor stood in a state of confusion and shock, not believing that, he had Michael on his operating table. Silence filled the large room covered in white sterile tiles and metal cabinets. Suddenly from the silence came a loud pitched ring "RING, RING" the doctor jumped In shock, shaking his head as to awaken himself, he slowly walked over to the desk in which the phone sat.

He stared at the clock, 2.38 am who the hell is it he thought to himself, he lifted the phone of the receiver and croaked out "hello, Dr Bartlett speaking", sudden sharp voiced bloke could be heard "hello, hello" Dr Bartlett replied " who is this, you know what time it is?" the man replied "Dr Bartlett, I am agent Harris I am from the state Government I have reason to believe that you have Michael Myers body at your morgue is this correct?" They was no reply "Dr Bartlett…Dr Bartlett are you there" Myers had awaken and it had started standing there with Surgical scissors and Dr Bartlett's head stuck to the end of the scissors with his body hanging lifeless, Michael was back, back for more blood…. Scene end's Michael walks out of the room through the double door's into the dark corridor… he was on his way back…. Back to Haddonfield.


End file.
